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Sec. 11. Oysters or clams that have remained in storage until the
product has become weakened will be regarded as unfit for food and
cannot be shipped.
ARTICLE NO. 24 RULES AND REGULATIONS GOVERNING
THE OPERATION OF OYSTER SHUCKING HOUSES
(Filed, secretary state's office-September 29, 1937.)
Section 1. (a) No person, firm or corporation shall operate or conduct
an establishment for the shucking of oysters within this State until he,
or they shall have secured from the Department of Health of the State of
South Carolina a license to operate such an establishment.
(b) Application for such license shall be made in writing by the per-
son, firm or corporation, submitting the application. All licenses shall
be posted in a conspicuous place in the shucking plant, and shall ex-
pire June 30th following the date of issuance and must be renewed
yearly.
Sec. 2. Only oysters which are alive, with tight shells, shall be used
for shucking.
Sec. 3. Every building or room used as a shucking house shall be con-
structed and equipped as hereinafter provided, and the operations carried
on in such building or rooms shall be conducted in such manner that the
purty and wholesomeness of the shellfish handled therein shall not be
impaired.
Sec. 4. All rooms in which shucked oysters are packed, stored, washed
or otherwise handled shall be separate and apart from the rooms in which
oysters are opened.
Sec. 5. Rooms in which oysters are shucked and in which shucked
oysters are packed shall be provided with smooth, water-tight floors
which can be readily cleansed, and such floors must be cleansed daily.
The side walls of such rooms shall be constructed of smooth, hard ma-
terial side walls and ceiling shall be kept in a clean condition at all times.
Waste material must not be permitted to accumulate in room where
shucked oysters are packed. Spitting upon the floors of oyster houses
is strictly forbidden.
Sec. 6. All shucking houses shall be adequately lighted and venti-
lated, and shall be provided with an abundant supply of hot and cold
water. During the fly season all windows and doors shall be provided
with screens.
Sec. 7. All shucking houses located in oyster grounds from which
the taking of oysters is not prohibited, must be provided with adequate
drainage to lead all waste liquids outside the building and into a suitable
sewer, cesspool, or tank, or to some other point where they can be dis-
posed of without creating a nuisance. Waste liquids must not be disposed
of by emptying into any stream in which shellfish are grown.
Sec. 8. Shucking benches constructed of smooth, hard material which
can be readily cleansed, must be provided, and such benches shall be
kept in a clean condition.
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